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RG104 E-l Box 177 



McKeesport, Pa* * 


First National Bank, 




August'27, 1892. 




T-#*- 


Have not received ,52000 

• • * 

standard dollard ordered Aug. 
22, 1892* 
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Office of 

ASSISTANT TREASURER U.S*, 

New York N.Y* August 29, 1892. 


Respectfully referred to 
the Superintendent U.S* Mint, 
Philadelphia, Pa. 

Certificate No. 9122 was 
issued and forwarded to you on 

* ,• v 

the 22nd inst. 
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V .« ' t t • ‘ » 1 * /> # I 

Assistant Treasurer U.S.,N*Y. 
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NARA RG104, Entry 1, Box 177 


[Abstract:] Have not received 2000 standard dollars ordered Aug. 22, 1892. 

11.588 

First National Bank 
McKeesport, Pa. 

August 27, 1892 

Asst. Treas. U.S. 

New York City 

Dear Sir 

We hold receipt for 2000 Standard Silver Dollars dated August 22nd. As yet we have not 
received them. Kindly trace & oblige. 

Yours truly, 

Homer C. Stewart 
Cashier 

[Handwritten note at bottom:] 

#9122 of Mint Phil. Aug. 22 

[Typed note on back:] 

Office of Assistant Treasurer U.S., 

New York N.Y. August 29, 1892 

Respectfully referred to the Superintendent U.S. Mint, Philadelphia, Pa. 

Certificate No. 9122 was issued and forwarded to you on the 22nd inst. 

E.H. Roberts 

Assistant Treasurer U.S., N.Y. 



